Proposed Mixed-Use Building 
80 Broadway 


Arlington Redevelopment Board Hearing 


November 07, 2022 


Proposed Project 


New site specific 5 story building 

New commercial space on the first and second floors 
Proposed 9 dwelling units and 6 parking spaces 

New street trees and site plantings 


A rooftop solar panel array for an environmentally forward development 
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NOTES: 


1, INFORMATION SHOWN ON THIS PLAN IS THE RESULT OF A FIELD SURVEY PERFORMED BY 
SPRUHAN ENGINEERING, P.C. AS OF 2/16/2022. 


2. DEED REFERENCE: BOOK 13911, PAGE 387 
PLAN REFERENCE: PLAN BOOK 361, PLAN 41 
MIDDLESEX COUNTY SOUTH DISTRICT REGISTRY OF DEEDS 


3. THIS PLAN IS NOT INTENDED TO BE RECORDED. 


4. | CERTIFY THAT THE DWELLING SHOWN IS NOT LOCATED WITHIN A SPECIAL FLOOD HAZARD 
ZONE. IT IS LOCATED IN ZONE KX, ON FLOOD HAZARD BOUNDARY MAP NUMBER 25017C0417E, 
IN COMMUNITY NUMBER: 250177, DATED 6/4/2010. 


5, THIS PLAN DOES NOT SHOW ANY UNRECORDED OR UNWRITTEN EASEMENTS WHICH MAY 
EXIST. A REASONABLE AND DILIGENT ATTEMPT HAS BEEN MADE TO OBSERVE ANY APPARENT 
pean ad HOWEVER THIS NOT CONSTITUTE A GUARANTEE THAT NO SUCH 


Spruhan 
Engineering, P.C. 


60 JEWETT ST, (SUITE 2) 
NEWTON, MA 02458 


Tel: 617-616-0722 


Emarizecmond @sprukaneng.com 
WATER MANHOLE 


6, FIRST FLOOR ELEVATIONS ARE TAKEN AT THRESHOLD. 
pasting toad 
WATER VALVE 7, NO RESPONSIBILITY IS TAKEN FOR ZONING TABLE AS SPRUHAN ENGINEERING, P.C. ARE NOT 
HYDRANT FENCE ZONING EXPERTS. TABLE IS TAKEN FROM TABLE PROVIDED BY LOCAL ZONING ORDINANCE. 

2 CLIENT AND/OR ARCHITECT TO VERIFY THE ACCURACY OF ZONING ANALYSIS. 
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8. THE ELEVATIONS SHOWN ARE BASED ON CITY OF ARLINGTON DATUM. 
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All legal rights including, but not limited 
to, copyright and design patent rights, in 
the designs, arrangements ond plans 
shown on this document ore the property 
of Spruhan Engineering, P.c. They may not 
be used or reused in whole or in part, 
except in connection with this project, 
without the prior written consent of 
Spruhan Engineering, P.C.. Written 
dimensions on these drawings shall have 
precedence aver scaled dimensions. 
Contractors shall verify and be responsible 
for all dimensions and conditions on this 
project, and Spruhan Engineering, P.C., 
must be notified of any variation from the 
dimensions and conditions shawn by these 
drawings. 


QvERHEAD ELECTRIG UNE 


ae 


EXISTING DMLH. . 
PIN-30.41 : Re ay 5 ss 35 ey 
oe - 33 és 5 33 35 33 

EXISTING S.MH, 


1STNG Si APRK, LOCATION WINTE R S T R E E a 


V=21.40 ‘OF WATER UNE APRX. LOCATION 
(PUBLIC WAY-40" WIDE) A 


APRI_LOCATION OF WATER LINE 


APRK. LOCATION OF GAS UN! 
12” DRAIN UNE 


APR LOCATION OF WATER LINE 


APRK LOCATION OF GAS EXISTING DAH 
12” GRAIN LINE | non 


SEWER UNE 


EXISTING D.M.H. 
CONNECTION ‘OF SEWER LINE RIM=27.24 
IN 


{TO BE VERIFIED ‘CONNECTION 
PRIOR TO ANY WORK) 


034 


GRAPHIC SCALE 


EXISTING 
CONDITIONS 


(IN FEET ) 
1inmoh = 10 tt 


SHEET 1 OF tf 


86 BROADWAY 
2 ah P G BELOW 7 yin 
COLUMNAR GINKO TREE SARGENT CRABAPPLE TREE ml im e. os 7 
18'- 4" 7-6 
5 
3 
i 
2 AG 
HYDRANGEA aoe epee 
82 WINTER STREET 7 . [ssp ices 
g ters < 7 
20' - 2.1/2" \. LY 
2 \P fe "7 a 
@ 45-9" te we 
15-4 Blan ote 
a = = SI f ~ Ke 
: 5 I om I I I i ¥ 
a = 
INKBERRY AMERICAN HOLLY COMMON WILD ROSE EXISTING TREE i 4 


WINTER STREET 
ARCHITECTURAL SITE PLAN 


UNIT 2B 
661 SF 


UNIT 2A 
699 SF 


STAR2 


=i" 
COMMERCIAL 
UNIT 
891 SF 


UP— 


uP 
STAR 1 


7 


ee eee een, 


A 
(ia 


LH 
HH 2’ - 0 
tts me 
HHH A 
HHH HHH 
HHH 
© 
# HAHHHHE: 
dTTP 
e324 


25'-0" 


25' - 0" 


RESIDENTIAL 


LONG TERM 
BICYCLE 
STORAGE 
VISITOR 
BICYCLE 
STORAGE 


\ SHORT TERM 
BICYCLE 
STORAGE 


PROPOSED SECOND FLOOR PLAN 


WINTER STREET 
PROPOSED FIRST FLOOR PLAN 


PROPOSED THIRD FLOOR PLAN 


i 
1 
1 
1 
UNIT 4A 
; 708 SF 
i 
UNIT 4B 
715 SF 
STARZ mt 
—DN—7 q 
—upP— 
-----4} 
Eases 
‘ = —— 
ir 5'- 0) 
: ib /—_| 
+ 
i--—--: =] 
1 

Fanaa 
1 

1._--- UP 

fa 

—---—4i_ STAIR 

| | 
\ 
| mL 
fe) [s) 
1 
! 
827 SF 
l 
1 


PROPOSED FOURTH FLOOR PLAN 
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PROPOSED ROOF PLAN 
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PROPOSED TRANSVERSE BUILDING SECTION 
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PROPOSED BROADWAY ELEVATION PROPOSED NORTHWEST ELEVATION (REAR SIDE) 


=k “— 
[i li 5 t ; Ss 
or) Pe 
j ‘ Ss 


- RHEE ry 


ke 
| 
I | 


110 


= 
= 
= 


3RD FLOOR 
— se 


PROPOSED SOUTHWEST ELEVATION (LEFT SIDE) PROPOSED WINTER STREET ELEVATION 


BROADWAY RENDERED VIEW 


yy 


WINTER STREET VIEW 


5-2" 
MAX. SIGN WIDTH 
Mm iI | 


WINTER STREET SIGNAGE 


Lt | | LI Ld. J 


a me ae a a 


BROADWAY SIGNAGE 


9 AM FALL SHADOW STUDY NOON FALL SHADOW STUDY 3 PM FALL SHADOW STUDY 


9 AM WINTER SHADOW STUDY NOON WINTER SHADOW STUDY 3 PM WINTER SHADOW STUDY 


x —— 
= 


9 AM SPRING SHADOW STUDY 


NOON SPRING SHADOW STUDY 


3 PM SPRING SHADOW STUDY 


9 AM SUMMER SHADOW STUDY NOON SUMMER SHADOW STUDY 3 PM SUMMER SHADOW STUDY 


